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bend flange and pipe connected with and discharging by
gravity into the storage tank.
The above apparatus is designed by Messrs. George
Black & Sons, Berwick-on-Tweed, and is made by them
in various standard sizes ranging from the smallest which
has a steeping tank 12 ft. 6 in. in length by 5 ft. in width by
3 ft. in depth, and having a storage tank with a capacity
of 800 gallons, to the largest having a steeping tank 20 ft.
in length by the same width and depth, with a storage
tank a capacity of 1,200 gallons.
Where steeping in cold solution is practised, the appara-
tus used is similar except that the furnace fittings and
funnel and brickwork flues are dispensed with.
Another pattern of open steeping tank is one con-
structed with doors at one or at each extremity. The
door or doors can be closed and form a fluid-tight joint or
joints when the wood to be treated is in the tank, and the
charge of antiseptic or preservative solution is admitted.
In this arrangement of steeping tank a line of rails can be
fixed in the bottom and the wood to be treated run in and
out on trucks.